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FOR YOUR HOME 
SHOULD INCLUDE 

BATHROOMS 

LAVATORIES 
BATHTUBS 
SHOWERS 
SHOWER 
COMPARTMENTS 
MIRRORED CABINETS 
ACCESSORIES 
• 

KITCHENS 

SINKS 
CABINETS 
WATER HEATERS 
LAUNDRY TUBS 
• 

WATER SYSTEMS 

PUMPS 
TANKS 
WATER CONDITIONING 
EQUIPMENT 



HEATING 

BOILERS 
FURNACES 
RADIATORS 
CONTROLS 
CIRCULATORS 
OIL BURNERS 
STOKERS 
AIR CONDITIONING 
EQUIPMENT 
• 

VALVES, FITTINGS 
AND PIPING FOR 
THE WHOLE HOME 
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ENTIRE HOUSE SHOULD BE 




regardless of the size of the home — regardless of the price, it is deserving of 
the best in equipment. In plumbing and heating this best, by any gauge or 
precedent, is Grane. 

The name Crane has stood for quality in materials and workmanship since 
the founding of the company eighty-five years ago. So synonymous have been 
the two, Crane and Quality, that many people have jumped to the erroneous 
conclusion that Crane fixtures must be high priced. As a matter of fact, you 
pay no more for Crane Quality than for much plumbing and heating equip- 
ment similar in general appearance but of greatly inferior value. Often 
Crane fixtures cost less to install. 

The huge Crane plants producing porcelain enameled cast iron and vitreous 
china plumbing equipment — radiators and boilers — valves and fittings- 
coupled with the extensive Crane distributing system, nation-wide in scope — 
mean modern mass operation and therefore the lowest possible price con- 
sistent with high quality. For the satisfaction of having the best, the most 
complete and modern home one could desire, Crane-Equip throughout 
with Crane Bathtubs, Lavatories, Closets, Showers, Sinks, Laundry Tubs, a 
Crane Boiler, Radiators, Convectors, Crane Valves and Fittings. Specify Crane 
and be sure of enduring quality and an investment in long, satisfactory service. 




FOR THE BATHROOM 

The beauty of any bathroom depends in a large measure upon 
the fixtures that are installed. If these are modern, graceful in 
design, properly proportioned and carefully made, they will 
lend a dignity and charm to the bathroom that will appeal to 
those who appreciate the finer things. 

Recently added to the Crane line is the new group of paneled 
fixtures that make it possible to 
secure matched units in the bath- 
room. All have individual charm, 
yet the units are designed to com- 
plement each other and give a 
unified distinctiveness that the 
home owner will appreciate. On 
the following pages you will find 
handsome paneled bathtubs, lav- 
atories and closets which may 
be grouped together to give a wide 
selection of bathroom arrange- 
ments that will fit any room as 
well as any budget. 




Crane fixtures are designed to suit every taste as well as any 
floor plan. In the complete Crane line there are compact little 
lavatories for the convenient half-bathroom tucked in below 
the stairs or inexpensive fixtures designed for the small, modest 
cottage. In this line you will find those ample sized, cleanly 
designed fixtures that have made the name Crane famous for 
bathrooms in America's finest homes. 

But regardless of the price and regardless of the size, all Crane 
fixtures have this in common — all are designed to give the maxi- 
mum in sanitation — the maximum in service. Crane bathtubs 
incorporate safety features and take full advantage of every 
square inch of space to provide a luxurious bath. Crane lava- 
tories fill quickly, drain quickly, too, and are easy to clean as 

well as easy to keep clean. Crane 
closets are low in height, cor- 
rectly proportioned; and they 

you are interested in bath- flush quietly and positively, 

room planning, here is a book 

full of practical suggestions On the following pages you will 

designed to help you. It shows r a • i n 

. v _ , ' ... find lUSt What yOU want m fix- 

now you can make the most of J } 

the space you have available. tures for your home. After you 

have looked at them, consult with 



fixture arrangement, ideas on 

decorations and color har- your Plumbing Contractor, your 

monies that will help you plan Architect or your nearest Crane 

your bathroom. Ask your x> u u *i 

L . . r 4 . ' Branch on how easily you can 

Plumbing Contractor or write J 3 

Crane Co., Chicago, for a copy. enjoy the beauty, the comfort 

of Crane fixtures in your home. 





Neuvogue Closet C 10381 



Neuvogue Bathtub C 3225— LV95 



Neuvogue Lavatory C 128 



The Neuvogue Bathroom is the latest word in styling and represents a 
new departure in the bath for the modern home. Conceived in the spirit 
of today's demand — "Utility made beautiful" — the Neuvogue design 
joins the essential lines, planes and curves into an artistic relationship and, 
without extraneous ornament, each piece emerges a thing of beauty in 
its own right. 



This convenient arrangement in a compact bathroom demonstrates how 
a space of unusual proportions can be successfully used when the Neuvogue 
Receptor Bath is installed, For long, narrow rooms or under conditions 
where a conventional bathtub will not fit, this Receptor Bath will provide 
ample bathing facilities. The panel design of the tub is echoed in the 
panel front Drexe/ Lavatory and the compact, one-piece Manor Closet. 
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Neuvogue Receptor Bath C 3190 



Drexel Lavatory C 167 



Manor Closet C 10490 




Merit Closet C 11000 



For the moderately priced home which demands the 
convenience of a modern bathroom, this ensemble 
will fill every requirement. The compact, wall-hung 
Oxford Lavatory provides a large basin with con- 
venient shelf space and a mixing spout to give 
tempered water. The compact close-coupled Merit 
Closet is quiet in action and the Coronova Bathtub 
is ideal for tub or shower bathing. The fixtures all 
have the modern panel design. 



Coronova Bathtub C 3285 



For the home that must operate on a close budget 
this inexpensive group of fixtures will give the 
maximum in convenience with minimum cost. The 
Coronova Bathtub provides a luxurious bath and 
may be had with or without shower. The Neufon 
Closet is attractive and modern in appearance. 
The Neuday Lavatory has a large basin, convenient 
shelf back and chromium plated mixing faucet to 
give tempered water. 



TO SUIT EVERY TASTI 
AND EVERY 
POCKETBOOK 







NEUVOGUE— C 128 (Patented). Of vitreous DIANA Lavatory— C 129— LI 3. New in design, 

china; controls are grouped at the center. Has this china lavatory has many novel features. 

LEVER-ACTION SECURO waste. Flat bar sup- LEVER-ACTION SECURO waste. Sites: 24x20 in, 

port, metal legs or china pedestal. Size: 27x22 in. and 27x21 in. 
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ME AN BEAUTY 
AS WELL AS 
CONVENIENCE 

o n these pages are illustrated a represen- 
tative selection of bathroom fixtures and ac- 
cessories from the complete Crane line. Some 
are decickdly inexpensive, designed for the 
modern small home — others are intended to 
serve those who are satisfied with none but the 
finest in sanitary equipment. But regardless 
of the fixtures selected and regardless of the 
price, all are of one quality — Crane through- 
out, built to assure lasting satisfaction. 



NORWICH— C 154— WMll. Vitreous china with OXFORD-— C 183. A compact inexpensive 

slab space. Mixing spout for tempered water, vitreous china lavatory. Has panel front, shelf 

May be had on chromium legs or pedestal leg. back, mixing faucet. Comes with legs as shown, 

Sizes: 20x18 in., 24x21 in. and 27x22 in. or wall hung. Size: 19x17 In 
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NEUDAY— C 2504. 
Similar in design 
to the NEUDAY on 
legs C 2502, but 
has a convenient, 
roomy, all-steel 
cabinet. Recessed 
sub-base permits 



the conveni ent 
towel bars supplied 
if desired. Sizes: 
19x17 in. and 24x 



STERLING— C 180- VI 2. A vitreous china lava- NEUDAY— C 2502 (Patented). Of porcelain 

tory with raised shelf. Has RAINIER mixing faucet enamel on cast iron and has handy shelf back, 

and pop-up waste. Chromium plated legs. Mixing faucet gives tempered water. Sizes: 

Sizes: 20x18 in. and 24x21 in. 19x17 in., 24x18 in. Also made in wall hung style. 



CRANE PANEL DESIGN 

The interesting line of Crane 
paneled fixtures is modern in 
design and offers the utmost 
in style and appearance as 
well as the utmost in efficiency 
and service. The DIANA, 
DREXEL and OXFORD Lava- 
tories, illustrated on this page 
will match perfectly with the 
NEUVOGUE or CORONOVA 
bathtubs or the HANOVER, 
MERIT or MANOR Closets. 






KENT Corner — C 2315. A compact, porcelain 
enameled cast iron lavatory. Chromium 
plated RAINIER fitting and P. O. plug. Back 
protects the wall. Sizes: 16/2x16 Vz in. and 
19x19 in. 
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D REX EL — CI 67. Of vitreous china. Has shelf back and 
moulded-in spout. Two sizes 22 x 18 in. and 27 x 21 in. 



CORONET — C 281. Of vitre- 
ous china. Has a shelf for 
toilet articles. Controls are 
set on an angle panel. 
Moulded-in mixing spout 
gives tempered water. Has 
LEVER-ACTION SECURO 
waste. Size: 24x20 in. 
Baked enamel all-steel cab- 
inet provides ample storage 



CORON ADA-LAVINET — 
C 1991. Porcelain enameled 
with ample free slab space. 
Single faucet gives tempered 
water. Convenient slab space 
for toilet articles. Roomy 
all-steel cabinet gives ample 
space for storage. Chrom- 
ium plated towel bars if 
desired. Size: 24x20 in. 



LEVER ACTION SECURO 
Quick draining lavatory waste. Designed to produce 
rush of water which leaves the bowl clean. Positive 
in action, it works at a touch of the finger. Strainer is 
removable for cleaning. Sturdily made of heavy 
brass, chromium plated. 



RHOD1LE — C 2151. A modern porcelain 
enamel cast iron lavatory — moderately 
priced. Has 6 in. back for wall protection. 
Handome RAINIER supply fitting gives temp- 
ered water. Size: 20x18 in. 
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NEWSLEEVE FAUCET UNIT 
Longer life for faucets is assured by the Newsleeve 
unit. Entire operating unit may be replaced without 
removing faucet from fixture, slips in like a cartridge. 






CAROLINA— C 2254. For the small home, 
and in the compact half bathroom, this lava- 
tory is an excellent selection. Made of 
porcelain enameled cast iron. Size: 19x17 in. 




DENTRIX— C 1223. Small in size, this dental 
lavatory is decidedly a sanitary convenience 
and relieves crowding at the regular lava- 
tory. Made of vitreous china. Has shelf back 
and angle supply panel. Size: 12x12 in. 





NEUVOGUE Closet— C 10381. A truly modern 
siphon jet closet. The tank has been narrowed 
to give slender lines. Solid base at the floor 
makes cleaning easy. The seat is flat when 
closed, but opens into a hygienically correct 
curve recommended by medical authorities. 




IN THE COMPLETE CRANE LINE 

(^uiet in operation, low in height, handsome in design, these 
Crane closets offer the maximum in sanitary convenience. In this 
group you will find just the one best suited to your home. The 
Manor, Merit and Hanover are designed with a panel front which 
makes them particularly suitable for use in a paneled ensemble. 
All, of course, operate efficiently and use a minimum amount of 
water in flushing. 




HANOVER Closet— C 11004. Low in height, 
economical in price, quiet in action, this beau- 
tiful panel front closet is designed for the 
modern bathroom. Comfortable low seat, 
whirlpool action, self -draining jet are features 
incorporated in the HANOVER. 




When the handle is tripped, the water in the tank enters the 
closet bowl. The rush of water and the buoyancy of the float 
ball keep the valve open. As the water level slowly approaches 
the bottom of the tank, the float ball drops. This action is one 
of the contributing reasons for the quiet action of Crane closets. 




In Crane siphon jet closets, the water discharges from th 
flushing rim, cleansing the bowl and creating a whirlpool, whic 
draws the water and waste to the bottom of the bowl b 
strong centrifugal action. A powerful jet then forces the cor 
tents of the bowl into the outlet passage to complete the flusr 






SIWEICLO Closet— C 10384. A correct pos- 
ture siphon jet closet of handsome design. 
Tank and closet form a close-coupled unit 
which means quiet action. Saddle design 
assures comfortable and correct posture 
recommended by medical authorities. 



IOR Closer— C 10490. Truly a closet for 
the finer home. One-piece construction gives 
low height and extremely quiet whirlpool 
action. Rim only 14 in. from floor means better 
hygiene and greater comfort. Made of 
vitreous china — easy to clean. 



MERIT Closet— C 11000. Tank and bowl are 
close-coupled, making for handsome appear- 
ance and assuring quiet action. Modern panel 
design assures an attractive fixture Made 
of gleaming vitreous china. Has whirlpool 
action with self-draining jet. 




SANTONIA Closet— C 10541. This is a highly 
efficient close-coupled combination for the 
home. Conservative in design with well bal- 
anced lines, it will blend nicely with other 
fixtures. Has large water surface, deep seal 
and siphon jet action. 
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NEUTON Closet— C 11125. A very handsome 
closet designed to sell at a decidedly low 
price. Quiet, positive action is assured by the 
Crane design and construction. Connection 
between tank and bowl is concealed. Closet 
washdown style. 



NEUTON Closet— C 11145. Similar in design 
to the NEUTON shown at the left, but with 
plain tank and exposed connection. Made of 
vitreous china with seat and cover of wood, 
sprayed finish. Flushing mechanism operated 
easily giving strong, positive flush. 




NEUVOGUE Bathtub— C 3240. This is the newest 
development in a bathtub of functional design. 
The wide front rim makes a comfortable seat con- 
venient for foot bathing or when dressing. Straight 
sides give more bathing area; and flat bottom is 
a safety feature. Made in 5 and 5 Vz ft. lengths 
and in recess or corner designs. 





NEUVOGUE-RECEPTOR Bath— C 3190. A new development in 
modern bathtubs the NEUVOGUE-RECEPTOR Bath measures less 
than four feet across, yet its design gives the equivalent of a bathtub 
516 ft. long. Ideal where small space or unusual bathroom layout 
makes the use of a conventional tub impractical. Has convenient seat 
at the rear as well as on the rim. An extremely practical tub for 
shower bathing. 







CORONOVA Bathtub — C 3285. A beautiful tub in modern panel design. 
Low in height, only 16 in. from floor to rim. Has rim seat for convenience 
when dressing; and a flat bottom gives greater security especially when 
shower bathing. Made in corner or recess styles and in AVi, 5, 5Vi, 
and 6 ft. lengths. 



VERNA Bathtub — C 3370. A moderately priced tub of Crane quality 
throughout. Inside is porcelain enamel on cast iron, outside may be 
painted to match any color scheme. Made in AVi, 5, 5 Vi ft. lengths. 
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SHOWER STALL FLOOR 
C 5090. Rubberceptor ... a shower stall recep- 
tor of one piece, seamless rubber — cannot leak. 
Warm and comfortable to the feet — it abso- 
lutely avoids slipping. May be had in ivory 
marbleized with black and black marbleized 
with white. Fits in space 36 x 36". 



SHOWER COMPARTMENTS 
C 471 2. Baked enamel finish in a handsome 
pastel green. Base is black porcelain 
enameled outside, mettled green and black 
inside. Two-valve shower with Refresher 
head. White duck curtain. Sizes: 30 x 30" 
32 x 32* or 36 x 36* each 76" high. 




TWIN VALVE SHOWER 
Z 4265. A beautiful well- 
■nade shower with concealed 
calves having renewable seats. 
ECONOMY shower head has 
an adjustable boll joint. Easily 
grasped hcndles make control 
simple even for wet hands. 




MIXING VALVE SHOWER 
C 4364-B. Has Crane Mixing 
Valve, assuring convenient con- 
trol of the water temperature. 
All water connections are con- 
cealed in the wall. Screwd river 
stops — permit adjusting of the 
water pressure. 



MIXING VALVE SHOWER 
C 4392-B, A mixing valve 
shower is convenient and as- 
sures the bather of receiving 
water of just the temperature 
he desires. Inexpensive yet 
serviceable. Has Refreshor 
head with adjustable joint. 




A CRANE SHOWER 




HEALTH AND 
COMFORT 



Nothing is so invigorating or healthful as a sparkling 
shower. This modern, sanitary method of bathing is a neces- 
sity in every home — cooling, refreshing in summer — warm 
and pleasant in winter. 

Crane showers are designed to suit every need — every purse. 
Mixing valve showers, separate valve showers, even com- 
plete shower compartments for the extra shower. All Crane 
showers are of the famous Crane quality built to give 
lifelong satisfaction. 




REFRESHOR SHOWER HEAD 
C 4875-B. This shower head assures a 
full volume, snappy needle spray — a 
bath both pleasant and refreshing. Yet, 
owing to its construction, it actually gives 
a saving of one-half the water used by 
the larger, conventional head. In addi- 
tion, the REFRESHOR is easy-cleaning — 
a turn of the head and the water gushes 
through, carrying along any particles 
that may be clogging the head. 



ECONOMY SHOWER HEAD 
C 4871 -B. Uses less water than the con- 
ventional head. The water is aerated, 
assuring a soothing, invigorating spray. 
Has adjustable ball joint and spray guide. 



The ordinary 
circular spray 
wastes water 
because only 
part of it strikes 
(he bother. 



^/'waste\ 

CAM wofer directed |^ 
at bather 

♦\ WASTE / 



The Econo- 
my's elliptical 
Ip'oy con. 
serves wofer 
becouse Jl of 
it is directed 
at the bather. 




BATHROOM ACCESSORIES 



A complete line of attrac- 
tive accessories for the 
bathroom has been devel- 
oped in both chromium and 
china. Shown here are only 
a few items from the line 
which includes every neces- 
sary accessory for the 
modern bathroom. 



Made in a wide variety of 
styles and sizes to suit any 
bathroom. May be had with 
side lights which are ex- 
tremely convenient when 
making-up or when shaving. 
Glass shades are adjustable. 



C 24975. A vitreous china 
built-in soap holder and 
grab bar. Size, 6 x 6 in, 
in 3 y i tn. recess. One of 
a complete line of china 
accessories. 



C 24956. Toilet paper holder of vitreous 
china. Many other styles are available in 
either china or chromium to suit every taste. 



C 24925. Crane square plastic covered towel bar 
supported by china brackets. May be had in 1 8, 
24, 30 and 36 in. lengths. 




C 24940. This vitreous china soap dish is 
easy to clean and always keeps the soap 
at hand where it is needed. A representa- 
tive item from the complete Crane line. 
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FOR MODERN 
BATH ROOM 
FIXTURES 



raceful — new — beautiful — these modern Criterion fittings will 
^-^add a distinctive charm to any bathroom. Their smart design 
is practical too — for the curved handles fit the palm easily and 
the working parts move smoothly and freely with a fine regard 
for even tender feminine hands. The strong, sturdy construction 
of the concealed parts represents the latest advance in valve de- 
sign backed by Crane's years of experience in the manufacture 
j 2 of fine brass fittings. All wearing parts are easily removable. 



Criterion fittings will harmonize with any bathroom fixture, but 
are particularly suited to the new Crane paneled fixture line, as 
the embossed panel that gives such distinction to the Criterion 
escutcheon matches the design in Crane bathtubs, lavatories 
and closets. 

The charming Criterion design will please those who want the 
newest in modern fittings and yet it is so conventional it will suit 
more conservative tastes as well. 



YOU CAN HAVE 
THE CHARM 
AND EFFICIENCY 

OF A 




JVIodern Crane Kitchens are so charming and so pleasant to live in 
and yet they incorporate those step-saving and labor-saving features 
that mean duties quickly performed, more time for recreation. 

Then, too, a Crane Family Planned Kitchen provides for those 
other duties that you want to do in your kitchen — a place to iron, 
perhaps — a corner where sewing may be done — even a convenient 
breakfast-nook, or a luncheon bar that makes midnight snacks both 
easy and pleasant. 

The heart of any kitchen is the sink and Crane modern sinks have 
been designed to make housework easier— to fit in with the modern 
idea of what today's kitchen should be like. On the following pages 
you will find illustrated a few sinks from the complete Crane line. 
See them on display at your nearest Crane Branch or consult your 
Plumbing Contractor on the one best suited for your home. 



To help you plan the kitchen you have always wanted, 
we have prepared a book "Family Planned Kitchens" 
filled with information of interest to every home owner. 
All the basic kitchen plans are described, and, in addition, 
many interesting time-saving and labor-saving ideas are 
illustrated. This book shows you how you can have an 
efficient, step-saving kitchen and at the same time one 
designed to help you do the things you want. A copy 
will be sent upon request to any one interested. 





AMERICA'S FINEST SINK 






A BEAUTY in Q PP earance • • * the KITCHEN QUEEN is efficient and practical in service as well. Truly a 
luxurious sink, designed for the family that is satisfied only with the best. The KITCHEN QUEEN has two 
large sink compartments, each 8" deep and two depressed drainboards. The low back, only 4 in. high 
permits installation below a window and the one piece construction completely does away with any 
danger of water seepage. 

Made of acid resisting enamel on cast iron— easy to clean and unaffected by household acids. RECEPTO 
strainers open waste at a touch of the finger so basins may be drained rapidly or closed to provide a 
dishwashing receptacle. Strainer cups lift out to permit removal of large waste particles. A swinging spout 
with mixing feature operates from a "comfort-angle" beveled panel back giving the user full and unob- 
structed use of entire basin areas. 

Size 72 x 25 36" from floor to rim. C 19070-S for free standing or continuous counter installations. 
C 19071-RS with right hand integral end or C 19171-LS with left hand integral end to fit in corner. C 19073-S 
with two integral ends for recess installation. Also furnished without hose spray. Can be furnished with right 
hand compartment designed for installation of a General Electric waste "Disposall." 
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FEATURES OF CRANE MODERN SINKS 

Crane Modern Sinks provide many features that add to kitchen con- 
venience — make work lighter. A retractable hose spray to reach every 
corner of the sink is a great aid in cleaning vegetables or washing 
dishes. Kitchen-Queen all-steel cabinets with baked-on enamel finish 
have recessed center section which permits user to assume a restful 
position. Fitted with removable fruit and vegetable compartments and 
sliding towel drying rack. Here are illustrated a few of the features 
that you should look for in the sink you buy. 
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Durable, Neoprene mats 
for protecting sink com- 
partments and drain- 
boards are available. 



Crane sinks measure 36" 
from floor to rim — just the 
right height for comfort. 





The 4" back permits in- 
stallation below windows. 



Wood cutting board with 
Kitchen-Queen. Upper 
drawers linoleum lined. 



Depressea dra 
prevent water 



nboards 
surging 



over rim. 




A sliding cutlery compart- 
ment is provided in upper 
drawer. 



Recessed sub-base pro- 
vides ample toe room for 
added comfort. 



Patented joint-moulding 
strips permit continuous 
counter. 



"HE Crane SUNNYDAY Sink represents the most modern advance in sink design. Of gleaming acid- 
resisting porcelain enamel on cast iron, its one-piece construction leaves no insanitary cracks or crevices. EFFICIENT KITCHEN BEAUTY 

rge capacity basin, 8" deep, can be closed at outlet with the RECEPTO sink strainer. Drainboards are 
^pressed. The 60" top is in one piece without insanitary cracks or crevices, and with rounded easy-to- 
;an corners. The four inch back permits a lower window above the sink. 

Convenient swinging spout gives tempered water and the "comfort-angle" panel places all controls 
the finger tips. Retractable spray reaches every corner of the sink. 

All-steel baked-on enamel finish flush front cabinet with roomy drawer and cupboard compartments. 

Sizes 60 x 25 Va" and 54 x 25 Va" , 36" floor to rim. C 19150-S as illustrated. C 19151-LS or RS, with 
: t or right hand integral ends for corner installation. C 19153^5 with two integral ends for recess installa- 
n. Also furnished without hose spray. SUNNYDAY sinks can be furnished with compartment designed for 
;tallation of General Electric waste "Disposall." 





mfort-angle" supply panel wirh swinging mixing spout giving tempered water, 
dy retractable rinsing spray. Safety ledge keeps glasses and cups out of harm's 
.8* deep compartments with stoppers are a great convenience. 

twin basins are available in the KITCHEN QUEEN and KITCHEN PRIDE. They 
e dish washing easier and lighten kitchen tasks. 




Cabinets are all-steel with baked -on enamel finish, 
C 19986 cabinet has recessed front to provide knee 
room and contains removable vegetable compart- 
ments, sliding towel rack and wire utility rack. 



COMPACT DOUBLE 
COMPARTMENT SINK 

A compact, double compartment sink 
with 8" deep compartments. Ideal for 
continuous counter installation. 



tii. 
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C 19987 cabinet has flush front and two large storage com- 
partments. Inside the cabinet are four side shelves. Has 
"comfort-angle" supply panel, swinging mixing spout and 
rinsing spray. Made of acid-resisting porcelain enamel on 
cast iron. C 19083-5 size 38 x 25 Va" , 36" floor to rim. 

KITCHEN PRIDE Sinks may be had without spray if desired, 
also with right hand compartment designed for General 
Electric waste "Disposall" 



HOMEMAKER. Practical convenience in a small size. This 
compact fixture has single depressed drainboard, "comfort- 
angle" supply panel, 8" deep basin, and 4" back. A 
swinging spout and RECEPTO strainer are also furnished. 
Made of acid-resisting porcelain enamel on cast iron. 

Cabinets are of all-steel construction with baked-on enamel 
finish. Drawers and shelves provide ample storage space. 
Top drawer is linoleum lined and fitted with sliding cutlery 
tray. Sizes 42" long, 25 %" deep and 52" long, 25 ] A" 
deep. 36" floor to rim. C 19158-RS with right or 19158-LS 
with left hand drainboard. For corner installation may be 
had with 4" back extending around the ends on the basin 
side only, C 19161-RS for right hand corner. C 19161-LS for 
left hand corner. Homemaker sinks may be had without 
spray if desired. 
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C 19230-B. Single drainboard cabinet sink. 42 x 20" or 52 x 20", 6" deep basin with 
Recepto waste. Back is 8" high. Available with right or left hand drainboard. 



C 1 9350. 6" deep, flat rim sink. End outlet and Recepto waste. Sizes: 1 8 x 1 V, 20 x 14 J 
20 x 16", 24 x 16", 24 x 18", 30 x 18", 24 x 20", 30 x 20" and 36 x 20". 




!FJ 9 ^' A ^ compartment 8" deep sink. Has Recepto wastes. Comes in two si* 
32 x 20 , and 42 x 20". 




^ 9 '1 9 J' A P ro " type sin 9' e drainboard sink. Wall hung or with 2 legs. Sizes: 42 x 20', 
52 x 20 and 52x 22 ; 6" apron and 6* deep sink, 8" back. Sink has Recepto waste. 

C 19184. Apron-type sink. Wall hung or on 2 legs. Sizes: 60 x 20" and 60 x 22" 
6" apron and 6" deep sink, 8" high back. 




C 19228. Double-drainboard cabinet sink. Length 60", depth 22", height of back 8" 
6 deep sink compartment with Recepto waste. 




3^- FOR ANY KITCHEN 
ARRANGEMENT IN THE CRANE LINE 





T>EGARDLESS of personal taste in kitchens, there is a 
Crane sink designed to suit every home as well as every 
pocketbook. In the complete Crane line you will find sinks 
with or without cabinets, sinks with double or single drain- 
boards, sinks that will fit against the wall, in a corner, in a 
recess or below a window. But regardless of the sink you select, 
you can be sure that there is only one Crane quality — the 
highest. Consult your Plumbing Contractor who will gladly 
help you choose just the right sink for your needs. 

All 8" high back sinks have RAINIER Swinging spout faucets with renewable 
seats, New sleeve trimming units and removable metal soap dishes. All may be had 
in acid-resisting or regular porcelain enamel on cast iron. 




C 19177. CORLAND SINK A handsome paneled apron sink of 
acid-resisting porcelain enamel on cast iron with large basin 
and two ample-sized drainboards. 8" apron, 8" deep basin, 
and 8" high back. May be had on legs as illustrated or wall 
hung. Sizes; 60 x 24" and 74 x 24". 
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BELMONT Combination Sink and Laundry Tub C 21010. Single leg or two lei 
style. Porcelain enamel on cast iron. Swinging mixing spout. 42" long, 25 1 1 
wide Has RECEPTO waste in sink compartment and interchangeable acid-resist 
ing porcelain enameled steel drainboard. 



LAUNDRY TUBS 



IN THE LAUNDRY 



CORRECT equipment in the laundry 
saves time and makes work easier. 
Crane laundry tubs of the right height, 
with hard, durable, easily cleaned sur- 
faces, rounded corners and handy swing- 
ing spouts are a blessing on wash days. 
In glistening white, they are an attractive 
and important part of a cheerful, efficient 
laundry. Available in sizes and styles to 
meet every need. 



C 21294. Two-compartment cement composition laundry tub 
with steel supporting frame and metal rim. Sizes: 24 x 48", 
54 x 24", and 60 x 24". Three-compartment style, 72 x 24*. 





CRANE 



T^EGARDLESS of the fuel you wish to burn — whether 
A ^it be coal or coke, oil or gas, you will find in the 
complete Crane line a boiler designed to burn that fuel 
most economically — most efficiently. 

Besides the boiler, a Crane Complete Heating System 
includes radiators, convectors, controls, valves and fit- 
tings — everything needed for the complete system. And 
because all the equipment carries the name Crane — 
because all of it is guaranteed by a single manufacturer, 
Crane Co., you are assured of a heating system with 
every part designed to work efficiently with every other 
part — the whole for maximum comfort and satisfaction. 

The following pages contain heating suggestions that 
may assist you in selecting a suitable system for your 
home. Consult your Heating Contractor, your Architect 
or your nearest Crane Branch on how you can enjoy the 
comfort of a Crane Complete Heating System. 



If you are interested in better 
heating, you should have a copy 
of the Crane Book "Choosing the 
Heating System for Your Home." 
It contains valuable information 
on all heating systems and helps 
you answer any question that may 
be tn your mind on the heating of 
your home. A copy will be mailed 
to you upon request. 




CRANE NO. 10 




Designed to burn coal or coke, oil or gas 
efficiently and economically. Can be installed 
to burn coal and later converted to other fuel 
if desired. 



The New Crane No. 10 Boiler incorporates all those 
features that Crane Research and modern heating 
practice have proved desirable in home heating. 
This boiler is most economical in fuel consumption. 
Because of the flue design, more heat is absorbed 
from the gases as they travel back and forth 
through the flues until all available heat is trans- 
mitted to the water. Bubbles that form on the inside 
of the boiler and actually insulate against heat, 
wasting fuel dollars, are scrubbed away by the 
rapid flow of water. Created by the patented 
baffle of exclusive Crane design. 
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Designed to burn any fuel. Oil burner or gas burner may be installed at the 
front, stoker at front or side. 

Removable grate supports and high base, facilitating installation of stoker 
at a later date inexpensively. 

Built-in water heater can be furnished to provide an inexpensive supply of 
hot water. 

Door handles are non-heating and hinges are concealed. 
Extra large firebox means less frequent firing. 
Handsome dark green jacket extends to floor. 
Large ash-pit door means easy ash removal. 

Clinkers cannot force grates out of position — non-jumping sockets keep them 
in place. 

A quick installation— free from leaks — is assured because every boiler is 
assembled and tested before it is shipped. 





No. 16 

Sustained Heat 
Boiler Burner Unit 

Unhampered by tradition, Crane engineers 
designed this complete packaged unit to heat the 
home most economically and efficiently using oil 
as a fuel. 

The Sustained Heat Principle, exclusive with Crane 
prevents the escape of heat when the burner shuts 
off. The trapped hot gases are confined at the 
top of the boiler and are conducted downward 
as they cool, released only when their heat has 
been utilized. This means that all the heat is 
extracted from the fuel you burn, giving greater 
economy. 

The Sustained Heat Boiler together with the burner 
is completely enclosed in an insulated steel jacket 
which has a heavy green enamel finish baked on. 
It has an indirect water heater which will provide 
large quantities of hot water for laundry, bath 
and kitchen day and night, summer and winter, 
at a very low cost. 





Basmor Boiler 

The Basmor Boiler meets every requirement of 
house heating with either manufactured or natural 
gas. Safe and trouble-free, its operation is 
completely automatic, convenient and e^gnomical. 
Basmor controls are designed to protect against 
every emergency — even against the failure of 
the controls themselves. High efficiency is attained 
through Basmor staggered fin construction by 
which hot gases are thrown backward and for- 
ward and sidewise, setting up a swirling or spiral 
motion that scrubs every square inch of heating 
surface. There are three models in Basmor Boilers 
— Series 20, Series 25 and Series 40 — covering 
a wide range of heating demands. 
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AIR CONDITIONING UNIT 




'* d 



Two powerful blower-type fans draw the air in through the floor grille. 
It is filtered, humidified, warmed and distributed throughout the room. In 
summer time, the Newport Unit will provide a constant circulation of air, 
if desired. Only one or two Newport Units are required in the average 
home or apartment for complete winter air conditioning. 



Here is the latest development in winter air conditioning — 
a ductless unit designed to give you clean, filtered air, 
warmed to the degree you desire, properly humidified 
for health. It can be quickly installed in a two-pipe steam 
or forced hot water system — each unit replacing an 
equivalent amount of radiation. Fully recessed in the wall, 
the only visible parts are the attractive grilles in wall 
and floor. 




LEWIS SPLIT SYSTEM 

This system is a combination of steam 
or hot water heating with forced warm 
air. Certain rooms of the house may be 
heated by radiation, while others may 
be heated with warm air. This system 
can be had for coal, oil or gas opera- 
tion as desired. The air is filtered, 
humidified and warmed before being 
distributed. The Split System also 
permits of a year-round supply of 
domestic hot water from the boiler. 





, Jim* 
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CRANE 
STOKER AND OIL 
BURNER GIVE YOU 




jBflll 



I 




CONSERVOIL BURNER 

The Conservoil Burner presents the latest developments in the simple, 
efficient burning of oil. A specially designed fan and housing keep the 
air moving at a steady rate of flow and the Conservoil Burner thus 
assures quiet, steady action. The "floating flame" burns in complete 
suspension, giving clean operation. The design of the burner is extremely 
simple, with only one moving part. The Conservoil Burner is precision 
made throughout, smartly and attractively finished. 

AUTOCOAL STOKER 

The Autocoal Stoker, by proper combustion, obtains more heat units 
from the fuel; handles smaller sizes and cheaper grades efficiently; 
and by keeping temperature even, saves much fuel which would other- 
wise be wasted in the form of gases and smoke up the chimney. 

Because of the principle of forced under-feed firing, combustion is 
so nearly complete that the smoke nuisance is eliminated. 






Crane Compac Radiator with bottom connections. 
May be had free-standing or recessed as desired. 



f 



r ~PHE new Compac Radiators will save space because of their 
graceful thin tubes that also mean greater heating effi- 
ciency. May be installed as free standing radiators or recessed 
in the wall either with or without decorative panel. They pro- 
vide beauty and the added comfort of infra-red radiant heat. 





CRANE 

/^RANE Convectors conform to modern demands of 
interior decorative treatment — attractive in appear- 
ance, they may be recessed in the wall if desired. The 
heating element is of cast iron with a multitude of fins. 
The air is drawn in at the bottom, warmed and 
distributed through the grille. Made in types and sizes 
to suit any installation. 
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AND ELECTRIC 




H< 



Lot water— piping hot— all you want any 
time night or day— no delay— just turn the 
faucet — that is a convenience made possible by 
a Crane Water Heater— either gas or electric. 
Fortunately, the luxury of such hot water serv- 
ice is economical. Crane Water Heaters are 
more careful of gas or electric bills than you 
could be. The heat shuts off the instant the 
water reaches the exact degree determined. 
The operation is thrifty, as only a fully auto- 
matic, fully insulated water heater could be. 
There are sizes and prices for every home. 




WARLO WATER CONDITIONING 



^No matter what its source — municipal, private well, 
river, lake, spring or cistern— several things may be 
wrong with the water you use. It may be discolored; it 
may have a disagreeable taste or odor; it may be hard, 
corrosive or actually dirty. In TODAY'S home, people 
have automatic heat— they have conditioned air— but 
the problem of water and its quality is equally important. 

The water used by the average home owner may shorten 
the life of clothes, increase the cost of heating, harm the 
complexion and even make vegetables tough and less 
appetizing. 

Whatever your problem, there is a Warlo water con- 
ditioning unit to fit your needs. All are simple to operate 
and require a minimum of attention. Be sure to consider 
well this added convenience that actually pays for itself. 
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CRANE 





An installation of a Crane Shallow Well Pump conveniently located in 
the basement. 



running water — lots of it, at the turn of a faucet— is 
a convenience now considered a necessity to modern 
civilization. No matter where you are — what your source 
of supply — spring or lake, deep well or river — a Crane 
running water system will assure you ample quantities. 
In rural communities, on farms and in small towns, in 
summer cottages, the necessity of running water is 
obvious, a necessity filled economically by a Crane pump. 



Crane Deep Well Pumps assure year-round water 
supply. Newly designed and ruggedly built, they offer 
the maximum in service and in low cost operation. 
D-60 Pumps 170 to 550 gallons per hour. 
D-9 Pumps 230 to 980 gallons per hour. 





Models SC-25 and SC-30 designed for heavy-duty service, have a 
capacity of 330 gallons per hour. 

Models S-40 and S-50 Pumps and Water Systems for service requiring 
a pumping capacity up to 550 gallons per hour. 



Complete Crane Water Sys- 
tem, K-250 Pump and vertical 
tank. 



A new pump of modern design, 
quiet in action possessing high 
efficiency. 

Models K-250 and K-375 
Pumps and Water Systems for 
service requiring up to 350 
gallons per hour at 40 pounds 
pressure. 
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CRANE CO. 



PRICE GUIDE 

"PLUMBING AND HEATING FOR THE MODERN HOME" 

CIRCULAR AD-1 409— JANUARY, 1940 

(PRICES REVISED— JULY, 1940) 
rices given below will be helpful in approximating costs, or comparing the cost of one fixture with another, 
tiey do not include piping, labor, and other installation costs. For installed price, consult your plumbing or 
sating contractor. Freight or drayage may be extra, depending upon proximity to point of shipment. 



cures in color can be furnished in a choice of the following Crane colors : 
No. 400-A Orchid Pink No. 410 Citrus Yellow 

No. 405 India Ivory No. 415-A Pale Jade 



(Page 4 ) 

3225-RV95 Neuvogue Bath (less curtain). 
For Acid-resisting Enamel, Add 



128 Neuvogue Lavatory . 
10381 Neuvogue Closet . , 



3190 Neuvogue Receptor Bath (less curtain). 
For Acid-resisting Enamel , Add 



167 Drexel Lavatory . 



10490 Manor Closet . 



(Page 5) 

3306-LB93 Coronova Bath (less curtain). . 
For Acid-resisting Enamel, Add 



610 Oxford Lavatory . 
11000 Mertt Closet. . 



3285-RB93 Coronova Bath (less curtain). 



For Acid-resisting Enamel, Add. 



Size 



5' 

5W 



5' 

5W 



27x22" 



$102.30 £120.25 



4' 



22x18" 
27x21* 



4M' 
5' 

5W 
6' 



4K' 
5' 

$w 

6' 



19x17* 



2500 Nettday Lavatory 

For Acid-resisting Enamel, Add. 
11125 Nrnt** Closet 



4K/ 
5' 

5H' 
6' 

4W 
5' 

sW 

6' 

19x17" 
24x18" 

19x17" 
24x18" 



White 



109.00 



6.75 
7.50 



94.70 

97.50 

104.10 
900 



58.25 
67.05 



50.20 



63. 90 
67 40 
73 20 
103. 00 



5.20 
5 55 
6.25 
9 95 



28.90 

34.80 

74.55 
76.35 
82.95 
113. 60 

6.00 
6.25 
7.05 
10.90 

17. 55 
20.70 

.95 
1.35 

24 65 



Color 



129.00 



110.40 
136.30 
122.10 



71.15 
85.70 



71.80 



77.65 
82.20 
89 85 
123. 00 



37. 35 

49.05 

90.60 
93. 00 
101.70 
135. 30 



20.55 
24 70 



No. 425-B Lucerne Blue 
No. 450 Black 



No. 485 Persian Red 
No. 495 Sun Tan 
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C 128 Neuvogue Lavatory . . . 



C 129-L13 Diana Lavatory. 



C 154-WM11 Norwich Lavatory 

C 183 Oxford Lavatory on Metal Legs 

C 610 Oxford Lavatory, wall hung 

C 180-V12 Sterling Lavatory 

C 2502 Neuday on Metal Legs 

C 2500 Neuday, wall hung 

C 2504 Neuday with White or Ivory Cabinet./ 
For Colored Cabinet, Add 
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C 167 Drexel Lavatory 



C 281 Coronet with White or Ivory Cabinet . 
For Colored Cabinet, Add 



C 1991 Coronada-Lavinet with White or Ivory 
Cabinet 



C 2315 Kent Corner Lavatory. 

C 2151 Khodile Lavatory 

C 2254 Carolina Lavatory 

C 1223 Dentrix Lavatory .... 



Size 



27x22" 

24x20" 
27x21" 

20x18" 
24x21" 
27x22" 

19x17* 
19x17* 



20x18* 
24x21" 

19x17* 
24x18" 

19x17* 
24x18" 

19x17* 
24x18" 



22x18' 
27x21" 



24x20" 



24x20" 

16 Hxl6 \4 
19x19* 

20x18* 
19x17" 
12x12" 



White 



$94.70 

54.75 
64.30 

41.85 
47.50 
55 65 

40.95 
28.90 



40.75 
42.65 

29 65 

32.75 

1755 
20.70 

3160 

35.10 



$110.40 



58.25 
67 05 



60.20 



38.45 

20.45 
22.95 

19.20 
13.15 
22.65 



All prices subject to 



change without notice 



CLOSET COMBINATIONS 
(Pages 8 and 9) 

C 10381 Neuvogue 

C 10384 Siwelclo 

C 10490 Manor 

C 10541 Santonia 

C 11000 Merit 

C 11004 Hanover 

C 11125 Neuton. 

C 11145 Nmtm 
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C 3240-LB27 Neuvogue Bath. 

For Acid-resisting Enamel, Add. 



C 3370-LC27 Verna Bath. 



Size 



White 



$97.50 
63.80 
50.20 
46.95 
34.80 
28.25 
24.65 
Appl. 



$136.30 
89.15 
71.80 
62.75 
49.05 
40.50 



White 



5' 


60.65 


5W 


66.25 


5' 


5.85 


5W 


6.55 


AW 


51.80 


5' 


55.00 




60.55 
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C 4265 Twin Valve Shower 

C 4364-B Mixing Valve Shower with Stops . 
C 4392-B Mixing Valve Shower 



C 4712 Shower Compartment. 



Corner Entrance Type 

Regularly furnished in White. For Color, Add . . 
♦F.O.B. Elkhart, Ind. 

C 4871-B Economy Shower Head 

C 4875-B Kefreshor Shower Head . 

C 5090 Rubberceptor 

Aluminum Finishing Strips where necessary, Set of 4 



Size 



H 

w 

30x76" 
32x76" 
36x76" 

36x76" 



H or W 
H or 
36x36* 



C 24925 China Towel Bar . 



C 24940 China Soap Dish. , . . 
C 2495,6 China Paper Holder. 
C 24975 China Soap Holder. . 



Size 



18" 
24" 
30" 
36" 



White 



$2.85 
3.50 
3- 80 
4.20 

1.65 

1.70 

2.25 



Color 



Color 



76.25 
83.75 



Price 



$ 9.30 

Disc. 

10.70 

*75.00 
*80.00 
*87.50 

*95 00 

5.00 

1.80 
2.20 
39.50 
3.00 



Color 



$4.30 
5-05 
555 
6.15 

3.25 

3 55 

3.70 
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C 26892 Luminary Recess Cabinet : 

Unframed . 



Framed . 



Size 



18x24" 
18x26" 

18x24" 
.18x26" 



KITCHEN SINKS 
(Page 14) 



C 19070-S Kitchen Queen 

C 19071-LS or RS Kitchen Queen . 

C 19073-S Kitchen Queen 

For Colored Cabinet, Add . . 



Neoprene Sink Mats for Kitchen Queen , 
Set of four 
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C 19150-S Sunnyday 



C 19151-LS or RS Sunnyday. 



C 19153-S Sunnyday 

For Colored Cabinet, Add . 



Neoprene Sink Mats for Sunnyday , 

Set of three 

Wire Sink Mat 

Wire Sink Basket 
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C 19083-S Kitchen Pride 

If with Flush Front Cabinet, Deduct. 
For Colored Cabinet, Add 



Neoprene Sink Mats for Kitchen Pride 
Set of two 



C 19158-LS or RS Homemaher. 



C 19161-LS or RS Homemaker 

For Colored Cabinet, Add 

Neoprene Sink Mats for Homemaker, Set of two 



Size 



72x25" 
72x25" 
72x25" 



54x25" 
60x25" 

54x25" 
60x25" 

54x25" 
60x25" 



38x25" 



42x25" 
52x25" 

42x25" 
52x25" 



White 



$148.55 
15105 
153 55 



5.80 



9145 
100.40 

93 95 
102.90 

96.45 
105.40 



500 
1.55 
2.50 



81.50 
11.25 



2.55 

72.00 
82.15 

74.50 
84.65 



4.25 
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C 19177 Corland on Legs / 

If Legs, Deduct • 

C 19184 Apron Sink 



If with Legs, Add . 
C 19194 Apron Sink. . 



Size 



60x24" 
74x24" 



60x20" 
60x22" 



42x20" 
52x20" 
52x22" 



White 



Regular 



$40.55 
42.35 

5.10 

29 25 
41.20 
44 25 



Acid- 
Resist. 



$60.10 
87.55 

5.70 

41.90 
44.85 

5.70 

30.75 
43.55 
46.80 



Price 



$28.15 
29.15 

33.00 
34.05 



All prices subject to change without notice 
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C 19228 Roll Rim Cabinet Sink, 

with White or Ivory Cabinet. . 

C 19230-LB or RB Roll Rim Cabinet 
Sink with White or Ivory 
Cabinet 



C 19350 Flat Rim Sink. 



C 19356 Flat Rim Two-Compartment 
Sink 1 



Size 



60x22* 



42x20' 
52x20* 

18x12* 
20x14* 
20x16* 
24x16* 
24x18* 
30x18* 
24x20* 
30x20* 
36x20* 

32x20* 
42x20* 



White 



Regular 



$66.55 



46.10 
55.70 

6.85 
7.15 
7.50 
7.15 
8.45 
7.60 
8.70 
8.75 
12.65 



SINKS AND LAUNDRY TUBS 

(Page 18) 

C 21000 Ashjord Combination Sink and Laun 

dry Tub (less drainboard) . 

If with Leg Support instead of Cabinet, 

Deduct 

For Acid-resisting Enamel, Add , 



C 21010 Bolmont Combination Sink and Laun 

dry Tub (less drainboard). 

For Single Leg Support, Deduct 

For Acid-resisting Enamel, Add. . 



C 21129 Evorbrit; Two-part. . 
C 21179 Evorbrite, Three-part. 



C 21253 Enameled, Two-part. 



For Acid-resisting Enamel, Add . 
C 21294 Composition 



Size 



42x25* 



42x25* 



40x27' 
24x24* 

24x20* 
24x22* 
25x25' 

24x20* 
24x22' 
25x25* 



Acid- 
Resist. 



$68.75 



47.35 


51-75 


57.45 


63.40 


7.15 


8.40 


7.50 


8.75 


7.90 


9.25 


7.50 


8.75 


8.95 


10.50 


8.00 


9.40 


9.20 


10.90 


9.25 


10.95 


13.40 


16.10 


19.60 


22.60 


25 85 


30 05 



White 



59.85 

22.45 
3.30 



40.05 
2.55 
380 

46.70 
70.30 

29.65 
33 50 
50.30 

2.50 
2.80 
5.00 

Appl. 



Color 



Acid- 
Resist. 



$76.35 



Color 



65. 60 



CRANE HEATING EQUIPMENT 
(Pages 19 to 25) 

For Prices on Cram Boilers, Oil Burners, Stokers, Automatic Con- 
trols, Radiators and Water Heaters, Refer to your Cram Plumbing 
or Heating Contractor. 

Cram Co. is in a position to furnish any type of Heating Equipment. 
Representatives are available at all Cram Branches, who will be 
pleased to discuss and recommend the proper type of Heating 
Equipment for your Home. Take advantage of this opportunity 
to avail yourselves of Cram Sorvict at no cost to you. 



CRANE WARLO WATER CONDITIONING 
(Page 25) 

Cram Co. is in a position to furnish Water Conditioning Equipment 
for the removal of hardness, iron, acid or alkaline, dirt or bad 
taste and odor, as well as neutral izers to inhibit corrosion of water 
distributing systems. Cram Co. Representatives are available at 
all branches, who will be pleased to inform you as to the proper 
water conditioning equipment necessary in your particular 
location . Take ad van tage of this opportuni ty to avail yourselves 
of Cram Sirvico at no cost to you. 



CRANE PUMPS AND WATER SYSTEMS 
(Page 26) 

Shallow Well Water Systems, complete with 42 gal. Storage Tank, 
Electric Motor, Relief Valve, Pressure Switch and Fittings 

K-250-A 

K-375-A 

SC-25-A 

SC-30-A 

Deep Well Pumping Systems, complete with 42 gal. Tank. 

D-60-A.... 

D- 9-A ... 

♦F.O.B. Chicago, 111. 



72.00 
76.00 
78.00 
* 82 00 



* 127.50 
224.00 



CRANE CO. 

VALVES, FITTINGS, FABRICATED PIPE, HEATING AND PLUMBING MATERIAL 

GENERAL OFFICE 
836 S. Michigan Avenue, Chicago 

MANUFACTURING PLANTS 
Chicago • Bridgeport • North Tonawanda, N. Y. • Chattanooga • Trenton 

(See next page for nearest Crane display room) 



All prices subject to change without notice 



AN INVITATION 

To simplify the selection of plumbing and heating products for your new home Crane Co cordially 
invites you to visit its display rooms. Here you will find the latest fixtures, attractively displayed, 
aqd representatives in attendance who will be pleased to advise you. Ask your architect or your 
contractor to take you to the nearest Crane display room in any of the following cities: 



ALABAMA 

Birmingham .2000--5th Ave. 

Mobile 300 N. Royal St. 

Montgomery (Teague Hardware CoJ 

132 Commerce St. 

ARIZONA 

Phoenix 233 S. First Ave. 

Tucson 35 Toole Ave. 

ARKANSAS 

Ft. Smith 221 S Ninth St. 

Little Rock 515 E. Second St. 

CALIFORNIA 
Fresno (Barrett Hicks Wholesale Sup. Co.) 

1027 Broadway St. 

Hollywood 950 N. Highland Ave. 

Long Beach 824 W. Anaheim St. 

Los Angeles .321 E. Third St. 

Oakland ■ • .346 Ninth St. 

Pasadena 321 South Broadway 

Sacramento 1227 Front St. 

Salinas (Standard Supply Co.) 

San Bernardino 110 South E St. 

San Diego . . 1138 India St. 

San Francisco 301 Brannan St. 

Santa Ana -919 Poinsettia St. 

Santa Barbara. 136 State St. 

COLORADO 
Denver (Crane-O* Fallon Co.) . . 1631 Fifteenth St 
Grand Junction (Crane-O' Fallon Co ) 

.601 Pitkin Ave. 

Pueblo (Crane-O' Fallon Co.) . . .216 W. Third St. 

CONNECTICUT 

Bridgeport 302 John St. 

Hartford. . . 710 Windsor St. 

New Haven 365 Orchard St. 

DELAWARE 
Wilmington (Desco Corporation) ..211 Shipley St. 

DISTRICT OF COLUMBIA 
Washington 1223 Eye St.. N. W. 

FLORIDA m m 

Jacksonville. Q V l^l^^l ^ 

Miami , 85 N W. Tenth St 

Miami Beach 1030 Lincoln Road 

Panama City (Panama Machine & Supply Co.) 
Port St. Joe (Gulf Hardware and Supply Co.) 
Sarasota (Gulf Coast Equipment Co.) 

Tampa ;„. 14 ? 5 Tw,ggs A St 

West Palm Beach 601 Lantana Ave. 

GEORGIA 

Atlanta Washington St. Viaduct 

Augusta (H. C Tennent Supply Co.) 

1251 Broad St. 

Columbus (Columbus Iron Works) . .901 Front St. 

Macon . 500 Broadway 

Savannah 14 W. Broad St. 

IDAHO 

Boise 415 S. Eighth St. 

Pocatello .756 S. First Ave. 

ILLINOIS 

Aurora. >• 544 S. Lake St. 

Chicago. 836 S. Michigan Ave. 

Evanston. 1224 Emerson St. 

Peoria (Connor Co.) 205-211 S Water St. 

Rockford. 800 S. Main St. 

Springfield. 921 E. Monroe St. 

Waukecan 1219wGlen Rock Ave. 

INDIANA 

East Chicago . . 1004 Chicago Ave. 

Evansville • • 1 1 8 S E Eighth St. 

Indianapolis 333 W Market St. 

Muncie -610 S. Jefferson St. 

South Bend. . - I 6 * £ S. ? r £ nkhn § ti 

Terre Haute 209 North Ninth St. 

IOWA 

Davenport 21 7 E. Second St. 

Des Moines (L. H. Kurtz Co ). 3 1 2-3 14 Walnut St. 
Dubuque (Kretschmet -Tredway Co.) 

9th & Washington Sts. 

Mason City 19 Eighth St., S E. 

Sioux City "3 Jackson St. 

KANSAS 

Leavenworth (Tholen Bros. Supply Co.) 

304-312 Shawnee St. 

Wichita. ' 624 E. First St. 

KENTUCKY 
Ashland (Ben Williamson & Co., Inc.) 

1 539 Greenup St. 

Lexington 175 E, Main St. 

Lexington (Brock-McVey Co .Inc.) 

.... Shreve & Vine Sts. 

Louisville (Laib & Co.) 754 S. First St 

Paducah (Henry A. Petter Supply Co) 

117-119 S. First St. 

LOUISIANA 
Baton Rouge (Levingston Supply Co.) 

1449 Florida St. 

New" Orleans 146 Baronne St. 

Shreveport 1320 Winston St. 



MAINE 

Portland 70 St. John St. 

MARYLAND 

Baltimore 17 W. Franklin St. 

Cumberland (Tri State Mine & Mill Sup Co.) 
. . 310 Commerce St. 

MASSACHUSETTS 

Boston . . 48 W. First St., South Boston 

Pittsfield (Pittsneld Mill 6i Plbg. Supply Co.) 

' 81 Clapp Ave. 

Springfield. 60 Cypress St. 

Worcester 45 Green St 

MEXICO 
Monterrey (Nicolas Brand i) 
Mexico D. F. (Cia. Eleetrica de Mexico) 

San Luis Potosi (Deutz Hermanos) 

MICHIGAN 

Detroit 150 Randolph St. 

Flint 1 55 Lewis St 

Grand Rapids 56 Grandville Ave., S. W. 

Jackson 409 Hupp Ave. 

Kalamazoo (Bond Supply Co.) ... 249 N. Rose St. 
Muskegon (J.J. Howoen Co.) 

370-374 W. Western Ave. 

Sault Ste. Marie (Soo Hardware Co.) 

. . 300 Ashmun St. 

MINNESOTA 

Duluth 102 Lake Ave., S. 

Mankato . . 510 S. Pike St. 

Minneapolis 400 Third Ave., N. 

Minneapolis (Goodin Co.) 707 N. Third Ave. 

St. Paul 356 Broadway 

MISSISSIPPI 

Jackson 176 N. Gallatin St. 

Meridian (General Supply & Machine Co ) 

■ 208 19th Ave. 

MISSOURI 

Kansas City 1532 Grand Ave. 

Kirksville (Kirksville Plumbing Supply Co.) 

406 W. Harrison St 

St. Louis 30 S. Sixteenth St. 

MONTANA 

Billings 30th St. and First Ave., S. 

Great Falls Great Northern Ry. Yards 

NEBRASKA 

Grand Island .H5E. Front St. 

Omaha 309 S. Nineteenth St. 

NEVADA 

Las Vegas (Standard Wholesale Supply Co.) 
Reno. . . 401 E. Fourth St. 

NEW HAMPSHIRE 
Laconia (Laconia Plbg. 82 Htg. Supply Co.) 
77 New Salem St 

NEW JERSEY 
Atlantic City (National Exhibit Rooms) 

2401 Boardwalk 

Camden 134 Federal St . 

Morristown (Morristown Plumbing Supply Co.) 

( , 110 Park Place 

Newark 90 South St. 

Trenton. .50 Escher St. 

NEW MEXICO 
Albuquerque (Crane-O Fallon Co.) 

612 N. First St. 

NEW YORK 

Albany . • North Broadway 

Binghamton 21 Washington St. 

Buffalo 201 Church St. 

Hempstead 209 Main St. 

New York 279 Madison Ave. 

Rochester 200 South Ave. 

Syracuse 760 W. Genesee St. 

Utica 326 Broad St. 

White Plains 41 Hamilton Ave, 

NORTH CAROLINA 

Asheville 531 McDowell St. 

Charlotte 1307 W. Morehead St. 

Greensboro 205 Lyndon St. 

Wilmington (Longley Plbg. Supply Co.) 

206-208 S. Front St. 

NORTH DAKOTA 
Fargo. 636 Northern Pacific Ave. 

OHIO 

Canton .... 210 Piedmont Ave., S. E. 

Cincinnati 824 Broadway 

Cleveland 6215 Carnegie Ave. 

Columbus 67 N. Front St. 

Lima 207 S. Central Ave. 

OKLAHOMA 

Muskogee 302 Commercial St. 

Oklahoma City 705 W. Main St. 

Tulsa 623 E. Third St. 

OREGON 

Portland 1 103 S. W. Alder St. 

Portland (Peerless-Pacific Co.) 

.308-14 Front Ave., S. W. 



PENNSYLVANIA 
Allentown (Hertz Supply Co.) 

' 1210-1214 Turner St 

Chester (Desco Corporation) . . . 2nd &2 Welsh Sts. 
Erie (Erie Concrete 62 Steel Supply Co.) 

1301 Cranberry St. 

Lancaster (Herr & Co., Inc.) 

Prince & Chestnut Sts. 

New Castle (Lawrence Supply Co.) 

. 19 W. Lawrence St. 

Philadelphia 1301 Locust St. 

Gulf Oil Building, Grant & 7th Sts. 

Pittsburgh (Malone Plumbing Supply Co.) 

21st and Wharton Sts. 

Pittsburgh (W. G. Balph Co.) 

7645 Thomas Blvd. 

Reading 2 1 2 S. Eighth St. 

Uniontown (S.E* Williams Supply CoJ 

72 E. Main St. 

Williamsport (Hoff Wilkinson Co.) .434 Court St. 
Wilkes-Barre (Luzerne Lackawanna Supply Co.) 

20 N. Pennsylvania Ave. 

York (Careva Company, Inc.). . 545 E. Princess St. 

RHODE ISLAND 

Apponaug (Warwick Plumbing Supply Co.) 

8-12 Post Rd. 

Providence 245 W. Exchange St. 

SOUTH CAROLINA 

Greenville 223 W. McBee Ave. 

Greenwood (Greenwood Supply Co.) 
Sumter (Sumter Railway & Mill Supply Co.) 
1 2-24 E. Hampton Ave. 

SOUTH DAKOTA 

Aberdeen 324 Railroad Ave., S. E. 

Sioux Falls 326 E. Eighth St. 

TENNESSEE 
Bristol (Interstate Hardware Co.) 

206-10 State St. 

Chattanooga. Corner 14th & Chestnut 

Kingsport (Dobyns-Taylor Hardware Co ) 

116-120 Broad St. 

Knoxville . . 523 W.Jackson Ave. 

Memphis 254 Court Ave. 

Nashvjlle 532 Eighth Ave., S. 

TEXAS 

Amarillo (Morrison Supply Co.) 

Austin (Milstead Co) 309 Lavaca St. 

Beaumont 720 Fannin St. 

Corpus Christi 1212 Gavilan St. 

Cor sic ana (Oil -City Iron Works) 

.South 12th St. 

Dallas 814 Young St. 

Den i son (Chris Waltz) 201-203 W. Woodard St. 

El Paso (Crane-O' Fallon Co ) 1609 Texas St. 

Ft. Worth (Morrison Supply Co.) 

Harlingen 201 West "C" St. 

Houston 2205 McKinney Ave. 

Longview (East Texas Plumbing Supply Co.) 

. . .337 N. Moberlv Ave. 

Lubbock (Morrison Supply Co.) 

San Antonio 1200 E. Houston St. 

Sweetwater (Morrison Supply Co.) 
Wichita Falls (Morrison Supply Co.) 

UTAH 

Ogden Twentieth St. and Wall Ave. 

Salt Lake City 307 W. Second St., South 

VIRGINIA 

Norfolk 2 E. Twenty-second St. 

Richmond 1223 W. Broad St. 

Roanoke (Nelson Hardware Co.) 

i 17 Campbell Ave., E. 

WASHINGTON 

Seattle .419 Second Ave., S. 

Seattle (F. G. Foster Co.) 819-27 Simpson St. 

Spokane S. 1 26 Post St. 

Tacoma 1209 South A St. 

WEST VIRGINIA 
Beckley (Raleigh Hardware Co.) 
Bluefield (Superior Sterling Co.) 

200 Bluefield Ave. 

Charleston 502 Broad St. 

Fairmont (Fairmont Supply Co.) 

10th St. and Belthne Siding 

Huntington (Emmons-Hawkins Hardware Co.) 

1028-1032 Third Ave. 

Logan (Logan Hardware & Supply Co.) 

300 Highland Ave. 

Wheeling (Wheeling Machine Products Co.) 

. . 20th and Main Sts. 

WISCONSIN 

Madison .641 Williamson St. 

Milwaukee 225 W. Capitol Drive 

Oshkosh - 37 Market St. 

Racine (Thomas Supply Co.) 1430-9th St. 

WYOMING 

Casper (Crane-O* Fallon Co.) .... 802 East "C" St. 
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r J^HE comfort you receive from the heating system 
you install— whether your bathtub drains quickly 
or whether the water in your lavatory flows freely 
— depends, in a large measure, upon the piping. 
Concealed in your walls, beneath the floor, are the 
vital supply lines that bring you fresh water— the 
pipes that remove disease-breeding wastes. 

Good workmanship plus good materials will 
guard your comfort— your health, as well. Your 
licensed plumbing and heating contractor can lay 
out the piping for maximum convenience and 
efficiency— Crane valves and fittings will guarantee 
that that piping will give you trouble-free service. 
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CRANE -EQUIP 

FOR SATISFACTION 

PLUMBING 
HEATING 
WATER SYSTEMS 
WATER CONDITIONING 
AIR CONDITIONING 

CRANE CO., 836 S. MICHIGAN AVE., CHICAGO 
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